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Message Text 

UNCLASSIFIED 

PAGE 01 SING AP 01960 061007Z 

ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

07043 1Z 042663/12 

R 060936Z MAY 77 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7687 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 1960 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUB J : FOREIGN GOVERNMENT TENDER - PUBLIC UTILITIES BOARD 

1. 559/01/T-0026 

2. 050677 

3. CHARLES S. AHLGREN 

4. 559 SINGAPORE 

5. N 

6A. WRITE TO - 

6B. TAY SIN YAN, CHIEF ELECTRICAL ENGINEER 
6C. PUBLIC UTILITIES BOARD 
PUB HEADQUARTERS BUILDING 
SOMERSET ROAD 
SINGAPORE 9 

7. SPECIFICATION NO: TPSI/01/6.6/77 

8. 06/18/77 (2:15 PM SINGAPORE TIME) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SING AP 01960 061007Z 


9.201 

10. 33578 - SUPPLY AND DELIVERY OF 50,000 METERS OF 300 
MM2, COPPER CONDUCTOR 3,800/6,600 VOLTS, PAPER INSULATED, 
NON-DRAINING, LEAD SHEATH, PVC OVER SHEATHED, DOUBLE STEEL 
TAPE ARMORED AND SERVED POWER CABLES. 
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- SUPPLY AND DELIVERY OF 120,000 METERS 185 MM2, COPPER 
CONDUCTOR, 3,800/6,600 VOLTS, PAPER INSULATED, NON-DRAINING, 

LEAD SHEATH, PVC OVER SHEATHED, DOUBLE STEEL TAPE ARMORED AND 
SERVED POWER CABLES. 

35681 - SUPPLY AND DELIVERY OF 600 SETS STRAIGHT THROUGH 
JOINTS FOR THE 300 MM2 POWER CABLES (STATED ABOVE). 

- SUPPLY AND DELIVERY OF 1.500 SETS OF STRAIGHT THROUGH 
JOINTS FOR THE 185 MM2 POWER CABLES (STATED ABOVE). 

ALL ITEMS SHOULD BE DESIGNED, MANUFACTURED AND TESTED GENERALLY 
IN ACCORDANCE WITH THE LATEST REVISION OF THE FOLLOWING 
BRITISH STANDARDS: 

A. IMPREGNATED PAPER INSULATED CABLES - BS 6480 STANDARD. 

B. COPPER CONDUCTORS IN INSULATED CABLES AND CORD - BS 6360 
STANDARD. 

C. PAPERS FOR ELECTRICAL PURPOSES - BS 698; BS 3631 STANDARDS. 

D. LEAD AND LEAD ALLOY SHEATHS OF ELECTRIC CABLE - BS 801 
STANDARD. 

E. METHOD FOR THE MEASUREMENT OF VOLTAGE WITH SPARKGAPS (ONE 
SPHERE EARTHED) - BS 358 STANDARD. 

1 1 . TENDER DOCUMENTS MAY BE OBTAINED BY PAYING A TENDER 
DEPOSIT OF S$ 1,000 (APPROX. US$400) IN THE FORM OF A MONEY 
ORDER. MADE PAYABLE TO "PUBLIC UTILITIES BOARD" AND MAILED TO: 
PUBLIC UTILITIES BOARD. FINANCE DEPARTMENT, PUB BUILDING, 

SOMERSET ROAD, SINGAPORE 9. GRANT 
UNCLASSIFIED 

UNCLASSIFIED 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 06-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SINGAP01960 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 60-0810 
Format: TEL 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770584/aaaacuxs.tel 

Line Count: 97 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 77b40799-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2614464 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - PUBLIC UTILITIES BOARD 
TAGS: BTIO, SN 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/77b40799-c288-dd11-92da-001cc4696bcc 
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